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CONCORDIA UNIVERSITY PURCHASES VERDUN STADIUM 


MONTREAL / May 30, 1988 --- Concordia University will move a 
3,500-seat section of concrete grandstands from the soon-to-be 
demolished Verdun Municipal Stadium and install the seating on 
its west-end campus. 

The 270-foot-long, 16-row-high facility will be dismantled 
during the summer and reassembled in time for the Concordia 
Stingers football team home opener September 17th. 

When combined with the football field’s existing wooden 
stands, the new facility will allow Concordia to accommodate more 
than 6,000 fans at home games. 

The City of Verdun agreed to sell the concrete grandstands 
(complete with lighting, fencing and press box) for the nominal 
sum of $1 to make way for riverfront condominiums to be built on 
the Verdun Stadium site. 

The Concordia project is expected to cost $358,000. The 
money will be provided through a fund drive led by Concordia 
alumni members at the conclusion of the University’s $25-million 
Capital Campaign. 

It is hoped that additional facilities -- including locker 
rooms, training rooms, and offices -- will be built at a future 
date in the area under the grandstands. 


For additional information contact Concordia University Public 
Relations Director Ken Whittingham at (514) 848-4879. 


